1165R Massachusetts Avenue 


Ch. 40B ZBA Submission 
Section 3.2.14 Traffic Impact Report 


The Traffic Impact Report, prepared by Nitsch Engineering and dated July 6, 2020 and REVISED 
May 12, 2021 has been separately bound and attached to this submission. 


